DOCKETED ITEMS       87

9106260046 Withdraws deviation re spent fuel borax surveillance program contained in
Insp Rept 50-336/90-18,per 901212 request.

WENZINGER.E.C. Region 1 (Post 820201). 91/06/08. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 4pp. 58225:312-58225:315.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106200270 Forwards Safety Insp Repts 50-245/91-10,50-336/91-12 50-423/91-11 on
910505-10.No violations noted.

BETTENHAUSEN.L Region 1 (Post 820201). 91/06/12. MROCZKA.E.J. Northeast
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 58197:350-58197:362.

-9106200291 Insp Safety Insp Repts 50-245/91-10,50-336/91-12 & 50-423/91-11 on
910506-10.Major areas inspected:review status of maint program weaknesses identi-
fied during maint team insp.

FINKELA, BAUNACK.W., BLUMBERG.N. Region 1 (Post 820201). 91/06/05. 11pp.
58197:352-58197:362.

9106190285 Provides commitments as required per insp & compliance to reg guide
1.97.Updated list of post-accident instrumentation & status of compliance will be pro-
vided by 911215.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Northeast Utilities. 91/06/14. Document Control Branch (Document
Control Desk). 2pp. 58187:313-58187:314.

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91-
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re-
quirements for air sampling & engineering controls reinforced w/health physics staff.
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Northeast Utilities. 91/06/14. Document Control Branch (Document
Control Desk). 7pp. 58202:001-58202:007.

9106240158 Requests relief from Section XI of ASME Code exam/insp requirements
covering RCS pipe-to-reactor vessel nozzle welds & containment spray header piping
welds.W/two oversize drawings.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Northeast Utilities. 91/06/14. Document Control Branch (Document
Control Desk). 17pp. 58220:217-58220:233.

R. Periodic operating reports & related correspondence

9106130009 Monthly operating rept for May 1991 for Millstone Unit 2.W7 910610 Itr.
NERON.G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
SCACE.S.E. Northeast Utilities. 91/05/31. 5pp. 58112:119-58112:123.

S. Reportable occurrences, LERs & related correspondence

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace-
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of
power supply rendering single channel area monitor inoperable.
PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp.
58109:025-58109:026.

V. Operator Examinations

9106260077 Forwards NRC requalification exam summary covering week of 910603,ad-
ministered for fourteen Millstone Unit 2 licensed operators.

SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). SCACE.S.E.
Northeast Utilities. 91/06/14. BETTENHAUSEN.L Region 1 (Post 820201). 4pp.
58226:201-58226:204.
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F.  Security, medical, emergency & fire protection plans

9106120273 Forwards remaining survey info & data point library for Surry Power Station
as well as corrected North Anna data point library info for ERDS.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033.

G.  Adjudicatory correspondence

9106280026 Order.* Commission has not taken final action on petition to review ALAB-
701 .Six proceedings technically remain in abeyance before Appeal Board.Proceedings
referred to Commission.W/Certificate of Svc.Served on 910617.
TOMPKINS.BA Atomic Safety and Licensing Appeal Panel. #291 11844. 91/06/11.
Carolina Power & Light Co. 10pp. 58237:223-58237:232.

H. Genera! correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106100228 Rev 14 to North Anna Power Station Units 1  & 2 updated FSAR. W/
9.10604 Itr.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/04. 210pp.
58050:273-58051:190.

P. Operating license stage documents & correspondence

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety
assessment program & update of configuration mgt project & forwards list of
attendees.summary & handouts.

REYES.L.A. Region 2 (Post 820201). 91/03/27. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 92pp. 57996:311-57997:044.

9106100242 Forwards Amends 144 & 128 to Licenses NPF-4 & NPF-7. respectively &
safety evaluation.Amends revises Tech Spec re visual snubber insp program & con-
sistent w/guidance of NRC Generic Ltr 90-09.

ENGLE.LB Project Directorate II-2. 91/05/30. STEWART.W.L Virginia Power (Virginia
Electric & Power Co.). 3pp. 58092:083-58092:104.

-9106100287 Amends 144 & 128 to Licenses NPF-4 & NPF-7,respectively, revising
Tech Spec re visual snubber insp program & consistent w/guidance of NRC Generic
Ltr 90-09.
BERKOW.H.N. Project Directorate 11-2. 91/05/30. 15pp. 58092:086-58092:101.

-9106100298 Safety evaluation supporting Amends 144 & 128 to Licenses NPF-4 &
NPF-7,respectively.

*   Office of  Nuclear Reactor Regulation,  Director (Post 870411). 91/05/30. 3pp.
58092:102-58092:104.

9106100155 Forwards Rev 0 to Technical Rept NE-838, "North Anna Unit 1, Cycle 8
Core Performance Rept."

STEWART Virginia Power (Virginia Electric & Power Co.). 91/06/04. Document Con-
trol Branch (Document Control Desk). 1p. 58094:193-58094:245.

-9106100162 Rev 0 to Technical Rept NE-838, "North Anna Unitl,Cycle 8 Core Per-
formance Rept."

KOHLROSER.W.R., BANNING.P.D., BROOKMIRE.T.A. Virginia Power (Virginia Electric
a Power Co.). NE-838 ROO. 91/05/31. 51pp. 58094:194-58094:245.

9106110108 Forwards Rev 0 to "North Anna Unit 1 Cycle 9 Startup Physics Test Rept."
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/04. Document
Control Branch (Document Control Desk). 1 p. 58095:348-58096:049.

-9106110119 Rev 0 to "North Anna Unit 1 Cycle 9 Startup Physics Test Rept."
NICHOLSON.A.H., TRACE.D.A., MAIN,A.P. Virginia Power (Virginia Electric & Power
Co.). NE-840 ROO. 91/06/04. 61pp. 58095:349-58096:049.

9106110355 Forwards Amends 145 & 129 to Licenses NPF-4 & NPF-7, respectively &
safety evaluation.Amends revise Tech Specs to correct certain administrative errors.
ENGLE.LB. Project Directorate II-2. 91/06/04. STEWART.W.L. Virginia Power (Virgin-
ia Electric & Power Co.). 2pp. 58099:058-58099:086.

-9106110357 Amends 145 & 129 to Licenses NPF-4 & NPF-7,respectively, revising
Tech Specs to correct certain administrative errors.
BERKOW.H.N. Project Directorate II-2. 91/06/04. 21pp. 58099:060-58099:081.

-9106110358 Safety evaluation supporting Amends 145 & 129 to Licenses NPF-4 &
NPF-7,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/06/04. 4pp.
58099:082-58099:086.

9106110238 Forwards fitness for duty program re blind performance tests results.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91 /06/05. Document
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168.

9106120273 Forwards remaining survey info & data point library for Surry Power Station
as well as corrected North Anna data point library info for ERDS,
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033.

9106210206 Notification of 910627 meeting w/util in Rockville.MD to discuss perform-
ance      indicators.NRC      fee      schedule.merits      (STS).North      Anna      steam
generators.shutdown risks.station blackout & 10 licensing issues.
ENGLE.LB. Project Directorate II-2. 91/06/19. BERKOW.H.N. Project Directorate II-2.
3pp. 58202:215-58202:217.

9106260367 Forwards updated VEP-1-5A, "Operational QA Program Topical Rept."
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241.

-9106260367 Updated VEP-1-5A, "Operational QA Program Topical Rept."

*   Virginia  Power  (Virginia  Electric  &  Power  Co.).  VEP-1-5A. 91/04/30.   101pp.
58242:137-58242:241.

9106270008 Forwards summary rept of steam generator tube integrity assessment
update,providing results & analysis on tube segment pulled from steam generator
B.lnsp results & burst strength analyses do not preclude full cycle operation.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91 /06/20. Document
Control Branch (Document Control Desk). 8pp. 58266:286-58266:293.

Q. Inspection reports, IE Bulletins & correspondence

9106140035 FOIA request for documents re vendor insp 99901081/87-01 on 870217-20
concerning Inland Steele Co supplying defective beams for emergency core cooling
spray array at North Anna Power Station.

EHRETJ.B. Butler, Callahan & Ehret. EHRET.J.B. Rockwell Engineering Co., Inc. 91 /
04/04. REED.C.A. Division of Freedom of Information & Publications Services (Post
890205). 1p. 58131:321-58131:321.

9106140047 Final response to FOIA request for documents re insp rept 99901081/87-
01 .Records in app A already available in PDR.

GR!MSLEY,D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/05/02. EHRET.J.G. Butler, Callahan & Ehret. EHRET.J.G. Rockwell Engi-
neering Co., Inc. 3pp. 58131:322-58131:324.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.MROCZKA.EJ. Northeast Nu-
